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Report of the A. W. W. A. Committee on Imme- 
diate Water Works Betterments for 
Unemployment Relief 


NSWERS to the questionnaires sent out by the A. W. W. A. Com- 
mittee on Immediate Water Works Betterments for Unemployment 
Relief show about half of the states reporting. A number of State 
Boards of Health were reluctant to answer since they assumed that the 
information would be made public. Follow-up letters to these Boards 
have assured them that the data will be kept confidential. Replies to 
oe gas should be at hand shortly. The following totals have been 
reported ; 


Estimated Cost of Projects of Health 
1, Projects planned and ready to go but held up because 
of financing $10,008,600  $542,710,100 
2. Projects for which authorization has not yet been 
3. Contemplated projects for which no plans have been 
4. Projects recommended by the State Boards of Health 
but planned). 30 , 419 500 5,464,700 


It will be seen that the bulk of the construction work in the water works 
field has been planned and can go ahead as soon as satisfactory financing 
is assured. 


Filtration Plant Data 


DITOR WOLMAN advises 
that a tabulation of water 
filtration plants of forty-eight 
cities in the United States covering 
practically the largest installations 


will be printed in a forthcoming 
issue of the Journal. This was pre- 
pared by Eugene A. Hardin, De- 
signing Engineer of the Detroit 
Water Department. The tabula- 
tion is a very elaborate one and 
supplies the reader with a vast 
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amount of very useful information 
on practically every feature of the de- 
sign of the forty-eight plants. Also, 
there is a possibility that information 
collected by the Conference of State 
Sanitary Engineers on filtration 
plants will be published in the 
Journal later. This material was 

repared by their Committee 
headed by H. W. Streeter, Sanitary 
Engineer of the United States Pub- 
lic Health Service, Cincinnati, O. 
All water treatment plants in 
this country are listed, and cities 
having filtration plants and those 
having only chlorination plants are 
divided. More limited information 
is given in these data than in the 
above material covering forty-eight 
cities, but both should be of great 
value to members. 


The California Section was the 
winner of the Nicholas 8. Hill, Jr. 
Section Membership Contest for 
the period beginning with the 1931 
convention and ending with the 
1932 convention. The trophy is a 
handsome silver cup and it has been 
in competition since 1916. The 
California Section has now won this 
annual contest three times, and 
great credit is due those who per- 
formed the necessary hard work to 
secure new members. 


The Sixth Annual Conference of 
the Pennsylvania Sewage Works 
Association will be held at State 
ot Pa., June 22nd, 23rd and 
24th. 


Nicholas S. Hill, Jr., has been 
re-elected President of the Hacken- 
sack Water Company. Henry L. 
de Forest continues as Chairman of 
the Board, and Earle Talbot as 
Secretary-Treasurer. 


The Association lost through 
death one of its oldest members and 


a Past President, John Caulfield 
having passed on. Mr. Caulfield 
was Secretary of the first St. Pay} 
Water Company, serving in that 
capacity on purchase of the system 
by the City until recent years when 
he became Manager of the Water 
Company at Bismarck, N. D. He 
again resumed work with the §t, 
Paul Water Department until his 
death. He joined the Association 
in 1887 and was an Honorary 
Member. 


At the Memphis convention Dr, 
Fred O. Tonney of the Chicago De- 
partment of Health gave two talks 
over the radio. Dr. Tonney broad- 
casts regularly from a Chicago 
station and has a series of broad- 
casts on ‘Problems in Water Con- 
trol,’”’ illustrating the need for pro- 
tection of public water supplies by 
chlorination, filtration and other 
means. Such work along educa- 
tional lines certainly must be 
effective. 


At the Memphis convention the 
Secretary of the Association had 
luncheon on Thursday, May 5th, 
with all the Section Secretaries who 
were attending the annual meeting 
of the Association. During this 
luncheon the experiences and trou- 
bles which the various Secretaries 
have had with their Sections were 
thoroughly discussed, and it is be- 
lieved much good came from this 
conference. 

At each annual convention here- 
after this plan of a Section Seere- 
taries’ luncheon must surely va 
up. The exchanging of meth 
of planning and running the various 
Section meetings will surely lead to 
better results. 

Those present were F. C. Dugan, 
Secretary, Kentucky-Tennessee 
Section; A. E. Berry, Secretary, 
Canadian Section; B. J. Lechner, 
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Secretary, Central States Section; 
E. L. Waterman, Secretary, Mis- 
souri Valley Section; R. K. Blanch- 
ard, Secretary, New York Section; 
W. H. Weir, Secretary, Southeast- 
ern Section; L. A. Smith, Secretary, 
Wisconsin Section; L. A. Quigley, 
Secretary, Southwest Water Works 
Association ; A. E. Gorman, Chicago, 
Ill.;W. M. Niesley, New York, N. Y.; 
B. C. Little, Secretary, A. W. W. A. 


News of the Manu- 


facturers 


Alco Products, Incorporated, 
New York, N. Y. They have 
opened a new branch office in the 
Rialto Building, San Francisco. 
Also, they have received an order 
from the Argentine Government 
Oil Fields for two complete refinery 
units to be used for the production 
of a variety of lubricating oil frac- 
tions from reduced crude. 

American Brass Company, 
Waterbury, Conn. Exhibited at 
the Memphis convention their Ana- 
conda 85 Red Brass Pipe, Grade A, 
and Anaconda Deoxidized Copper 
Water Tube for underground ser- 
vice. Everdur Metal, Copper al- 
loyed with Silicoa and Manganese, 
was shown in the form of sheets, 
rods, wire, tubes and ingots as 
material for reservoir and water 
works equipment. 

American Cast Iron Pipe Com- 
y, Birmingham, Ala. Success- 
completion of an exhaustive 

series of tests of Cast Iron “‘Zee- 
Metal’ Bolts is announced by this 
company, who state that this bolt 
enables them to furnish a 100% cast 
iron joint in their “Simplex” 
including Mono-Cast 

ublex Simplex Pipe, Monoloy 
Doublex Simplex Pipe, and Simplex 
Prepared Joint Pipe. In these 
tests, the Cast Iron “Zee-Metal’”’ 
bolts developed a minimum ulti- 


mate tensile strength of 75,000 lbs. 
per sq. in., and a minimum “yield 
point”’ of 55,000 Ibs. per sq. in., 
without displaying any tendency to 
“stretch” or strip the threads. 
Because of the fact that this bolt 
combines the well known corrosion 
resistance of true grey cast iron with 
physical properties superior to other 
bolts commonly used in bolted cast 
iron pipe joints, the manufacturers 
state that Cast Iron ‘“Zee-Metal’’ 
bolts may be expected to greatly 
broaden the field of usefulness of 
cast iron pipe. Those desiring 
further information are invited to 
write direct. 

International Filter Company, 
Chicago, Ill. They have just 
gotten out a Condensed Catalog 
of International Water Purifica- 
tion Equipment. As they state, it 
is not generally known that they 
manufacture such a great variety of 
products used by water works 
systems. 

National Ammonia Company, 
Inc., Philadelphia, Pa. In their 
publication ‘The National Dia- 
mond,” April issue, they describe 
the St. George Hotel, Brooklyn, 
N. Y., swimming pool which was 
constructed at a cost of over 
$1,250,000. Chloramines and ultra- 
violet rays are both used in the 
sterilization of the water. A bat- 
tery of four ultra-violet ray steriliz- 
ers is a part of the sterilizing equip- 
ment, while Wallace & ‘Tiernan 
Company apparatus is used in dis- 
pensing ammonia and chlorine. 
Ultra-violet rays sterilize the water 
prior to its entrance into the pool, 
while the chloramines, formed by 
the addition of ammonia and chlo- 
rine in small amounts, maintain the 
water in a sterile state as long as it 
is in the pool. The ammonia is 
supplied by the National Ammonia 
Company, Ince. 

United States Pipe & Foundry 
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Company Burlington, N. J. Their 
latest publication ‘Handbook of 
deLavaud*Centrifugally Cast Iron 
Pipe” contains revised specifica- 
tions together with dimensions and 
weights of deLavaud pipe in accord- 
ance with Federal Specification for 
Pipe; Water, Cast-Iron (Bell and 
Spigot) No. WW-P-421. They are 
offering this book for distribution. 


Coming Meetings 


September 
TION to be held at St. Cloud, 
Minn. Secretary, R. M. Finch, 
Wallace & Tiernan Co., 614 
Flour Exchange Bldg., Minne- 
apolis, Minn. 

September 22-23—-CENTRAL STATES 
Section to be held at Hotel 
Lawrence, Erie, Pa. Secretary, 


B. J. Lechner, Secretary & Treag- 
urer, Commissioners of Water 
Works, 701 French St., Erie, Pa, 

October 25-27—Missour1 VALLEY 
Suction to be held at Sioux City, 
Ia. Secretary, E. L. Waterman, 
Prof. of Sanitary Engineering, 
University of Iowa, lowa City, Ia, 

October 31—November 1-2— 
Norta CARouina SECTION to be 
held at Hotel Robert Lee, Win- 
ston-Salem, N. C. Secretary, 
H. G. Baity, Prof. of Sanitary & 
Municipal Engineering, Univer- 
sity of North Carolina, Chapel 
Hill, N. C. 

June 12-16, 1933—ANNuAL Cons 
VENTION of the American Water 
Works Association at Hotel Sher- 
man, Chicago, Ill. Secretary, 
B. C. Little, 29 W. 39th St, 
New York, N. Y. 
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